REF ID : A63523 


Wvi ^'Cancellaticn of contract Ho. .IA18-119-BC-109 
Pile Ho. 267 -LYH- 58 , MEr. William P. Friedman 

SIGPO THG k Aug 59 

BfflU: LOG 5 1 01 MA 0! 0UA $xt J.Cain/THG-02/4057/dls 

1. Request that the balance of Contract Ho. DA18-119 -sc-109 with Mr. William F. 
Friedman be cancelled. Mr. Friedmq^^i^ijre quested this cancellation for reasons of 
ill health. 

2. All materials furnished Mr. Friedman under the provisions of Article VI of 

subject contract have been returned to HSA (Ref: telecan between CWO Schreiber, 

LOG-11, and Mr. Cain, THG-02, 3 Aug 59). 

3- Mr. Friedman has been paid $4,000.00 for work to date cn the contract. 

Ho further payment is due. 


SHB1BY L. PATTERSON 
Director of Training 


CCMP-3 

L0G-2 

LOG -11 ( CWOS chreiber ) 



TO: SIGPO FROM: L0G-2 DATE: 6 Aub 1959 COMMENT NO. 2 

MGCarpenter/3245/dk 

LOG concurs and requests that the balance of the Contract be cancelled. 


JOHN A. TASKER 

Chief, Acquisition Division 

Office of Logistic Services 


cc: 


COMP-3 

LOG-11 (CWO Scrieber) 



I 


Approved for Release bv NS A on 11-18-2013 pursuant to E.Q. 13529 



